From: Timperi, Ralph (DPH) 

Sent: Tuesday, January 06, 2004 9:35 AM 

To: Han, Linda (DPH) 

Cc: Belanger, Peter (DPH); Borne, Alan (DPH); Caloggero, Dina (DPH); DiNatale, Margaret 

(DPH); Elvin, Paul (DPH); Fontana, John (DPH); Gauthier, Cheryl (DPH); George, Harvey 
(DPH); Grazioplene, Mariah (DPH); Greer, Garry (DPH); Jankauskas, Paul (DPH); 
Konomi, Raimond (DPH); Kopec, Leo (DPH); Madigan, Phyllis (DPH); Nassif, Julianne 
(DPH); Peppe, Joseph (DPH); Pribeck, Kristen (DPH); Ridley, Stephen (DPH); Salemi, 
Charles (DPH); Sloutsky, Alex (DPH); Smole, Sandra (DPH); Stinson, Cynthia (DPH); 
Sullivan, Julie (DPH); Werner, Barbara (DPH) 

Subject: Laboratory Evaluation and Strategic Planning 


As discussed at our Director's Forum meeting yesterday, I have outlined the project for a laboratory evaluation. This work 
should begin right away. Once a survey from is developed, we will decide on a timeline for completing the project. 
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